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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard REAFFIRMED 

SPECIFICATION FOR JIG BUSHES - 3*0%. 

PART I HEADED AND HEAOLESS JIG BUSHES 

( Second Revision ) 



1. Scope — Dimensions and requirements for commonly used types of headed and headless types 
of jig bushes (long and short). 

2. Dimensions 
2.1 Dimensions for Headed Jig Bushes 
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TYPE A BORE ROUNDED ON TOP ONLY 

All dimensions in millimetres 



Other Dimensions end Details 
are Same as for Type A 



TYPE B BORE ROUNDED ON 
BOTH ENDS 
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Note — Dimensional deviation for untoleranced dimenstoni 
Medium class according to IS : 2102-1 
*5eealsoS. 
tSultable chamber to guide in the bushes. 
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IS:666(Part l)-1972 

2.1.1 Designation — A headed jig bush of type A with bore d k « 12 F7 and length U = 20 shall be 
designated as: 

Jig Bush A 12 x 20 IS : 666 ( Part I ) 

2.2 Dimensions for Headless Jig Bushes 
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TYPE C BORE ROUNDED ON TOP ONLY 



Other Dimensions and Details 
are Same as for Type A 



TYPE D BORE ROUNDED ON 
BOTH ENDS 



All dimensions In millimetres. 
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IS: 666 (Part I)- 1972 

2.2.1 Designation — A headless jig bush of type D with bore d x K 12 F7 and length / = 20 shall be 
designated as: 

Jig Bush D 12 x 20 IS : 666 ( Part I ) 

3. Tolerances 

3.1 The tolerances F7 on the bore d x applies for twist drills. In special cases tolerance zone G7 or 
E8 may also be used; this shall be specially indicated while ordering, for example, a headed jig bush 
of type A, having bore d x ~ 22 G7 and length l x = 36 shall be designated as: 

Jig Bush A 22 G7 x 36 IS : 666 ( Part I ) 

3.2 The recommended tolerance on the hole in the jig plate Is H6 or H7. When a jig bush is to be 
inserted into a hole in jig which has previously held a jig bush it is necessary to specify tolerance 
zone p6 on outside diameter d 2 so that a tight fit is ensured. Jig bush for this purpose are to be 
specified as such while ordering, for example, a headed jig bush of typo A having outside diameter 
d t = 30 p6, bore d t ~- 22 and length / t = 36 shall be designated as: 

Jig Bush A 30 p6 x 22 x 36 IS : 666 ( Part I ) 

3.3 For jig bushes meant for reaming, the tolerance on bore diameter shall be specified by the 
purchaser. 

4. Material —Suitable hardenable steel with a tensile strength of 60 kgf/mm 2 , Min. 

5. Hardness — 740 to 820 HV ( 62 to 65 HRC ). 

Note — Hardness conversion values specified are approximate. 

6. Marking - The headed and headless jig bushes shall be marked with the size and tolerance class 
of the bore. 

6.1 Certification Marking — Details available with the Bureau of Indian Standards. 



EXPLANATORY NOTE 

This standard was first published in 1963, covering the requirements for slip bushes in addi- 
tion to the two types of jig bushes giventa 2.1 and 2.2 of this standard. With the advancement of new 
technical knowledge in the working of jig bushes, it has been decided to standardize slip bushes 
with locking arrangement. The standard on jig bushes is now issued '* ♦*«» ♦«••«•• •— ♦»•»" ■ 

Part I Headed and headless jig bushes, and 
Part II Renewable and drill bushes. 
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